

MyDOS 4.5x Kommando - O - System- und Laufwerkskonfiguration 


Taste <■•■> 


-MyDOS 4.54 


MyDOS 4.50-4.53 


Verify WRITEs? 


<N> = ohne 
<Y> = mit 


Drive number or RETURN 


<RETURN> 


(1-9) 


r MyDOS 4.54 


3 or 4 digits directory? 


eingeben oder <RETURN> 


Remove drive? 


<Y> = ja <N> = nein 



<RETURN> für Standard 130XE 
oder PageSequence Eingeben: 
EF, EB, E7, E3, AF, AB, A7 , A3,..., 0 


RAM disk drive no? 


eingeben (1-9) 


Is drive configurable 


<N> = nein 


<Y> = ja 


High capacity drive? 


<N> = nein <Y> = ja 


Is drive double side? 


<Y> = ja <N> = nein 

(XF551) (810,1050) 


Track/side? 


Eingeben: 
40 / 80 


Step rate? 


0 6ms (XF551) 

1 12ms (1050) 

2 20ms 

3 30ms 




Use ... for nnnK Zeigt die automatisch erkannte Grösse an 

Size (K) Muss durch 16 teilbar sein (64, 128, 192, 256, ...) 

Page Sequence Die tatsächliche Pagesequenz angeben. Abschluss: ,0 

Weitere Einzelheiten der Parameter bitte im Handbuch nachlesen ... 











































































































